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Fire Tests and Fire Protection Engineering. By 
A. J. Steiner. Q52:209 

Fire Walls. See Walls 

Fireplace, Fire Caused by. ©52:200 

Fireproofing. See Flameproofing 

Fires and Fire Losses Classified, 1957. Q52:135 

Firestopping. See Wall and Ceiling Concealed Space 

Fireworks Storage. See Warehouse Fires 

Five Cent to a Dollar Stores. See Stores 

Flame Arrestors for Combustible Gas Indicators. 
Q52:361 

Flameproofing: 

Curtains. Fire Showing Need for. 
Fabrics. Q52:57, 123, 209 
Wood, Fire Tests for. Q52:214 

Flammability, Identifying Hazard of Materials. 
Q52:62 

Flammable Liquids: 

Anti-Static Additives. Q52:78, 143 

Cleaning With, Fires Caused by. Q52:244, 263 

Combustible Gas Indicators for Measuring Concen- 
trations of Vapors. Q52:357 

Fires Caused by or Involving. 
243, 244, 250, 263, 280, 281, 
325-334 

Pumping Rate, Influence on Static Hazard. 

Static Electrical Hazard. Q52:78, 79, 113 

Tanks, Explosion Suppression Equipment for. 
109-119 

Water Spray Cooling of Tank Fires Involving, Re- 
search on = Q52:376 

Floors and Walls, Oil-soaked. 52:25: 

Floors, Shrinkage of Green Lumber a Gaps 
Spreading Fire. 52:259. See also Walls and 
Ceilings. Concealed Spaces 

Flour Mills. See Food Products 

Flues, Safe Installation in Dwellings. 
See also Vents 

F. M. Construction Materials Calorimeter. By 
Norman J. Thompson and E, W. Cousins. Q52:186 

Foam: 

Use on Aluminum Alky] Fires. 
Used During Fires. Q52:95, 
332-334 

Foam Concentrates, Corrosive Effects on Metals. 
Q52:143 

Foam Rubber, Fires Involving. 


Q52:76 





238, 239, 
324, 


Q52:85-98, 
286, 303, 306, 320, 





Q52:79 


Q52: 


Q52:200. 


Q52:143 
320, 325, 326, 328, 330, 


Q52:278 
Foam-Water Sprinklers, Research Tests. 52:17 
Food and Grocery Storage. See Warehouse Fires 
Food Products (Canneries) Plant Fire, Large Loss: 
East Gwillimbury Twp.. Ont., Dec. 18, 1958. Q52: 
240 
Food Products (Flour & Feed Mills) Plant Fires, 
Large Loss: 
Albany, N. Y., Mar. 3, 1958. Q52:284 
Colton, Calif., Oct. 2, 1958. Q52:269 
Franklin, Tenn., Jan. 8, 1958. Q52:301, 302 
Huntington, W. Va., Jan. 9, 1958. Q52:300 
Food Products (Fruit Packing) Fire, Large Loss: 
Duarte, Calif., June 26, 1958. Q52:238 
Forest Fires, Large Loss: 
Cle pveland National Forest. Calif., 






Dec. 17, 1958. 





Malibu Beach, ( 


Calif., Dee. 2, 1958. Q52:322 
Monrovia, Calif., Oct. 3, 1958. Q52:321 
Northwestern Alberta, Aug. 2, 1958. Q52:321 


Q52:221 
Q52:214, 217 


Forest Fires, Research on. 
Forest Products Laboratory. 
Foundries. See Metalworking 
Fowler, Everett W. Q52:193 
Fraternity House Fire, Washington, D.C. Q52:150 
Friction Heat, Ignited Belt. Q52:300 

Friction Spark, Fire Caused by. Q52:319 

Fruit Packing Plants. See Food Products 
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Fuel Tanks, Explosion Suppression Equipment 
for. Q52:78. See also Flammable Liquids 

Furnace Rooms, Fire-resistive, Enclosures for. 
Q52:37, 176 

Furnace Rooms, Not Cut off. Q52:240, 276, 277, 286 

Furniture Manufacturing. See Woodworking Plants 

Furniture Storage. See Warehouses 

Furniture Stores. See Stores, Furniture 


G 


Gamma Radiation Problems. Q52:202 
Garage Fire, Large Loss: 
Birmingham, Ala., Apr. 19, 1958. Q52:281 


Gas: See also Torches, Cutting and Welding 
Appliances, Fires Caused by. Q52:240, 262, 284, 305 
Combustible Indicators for Measuring Concentra- 
tions. Q52:357 


Cylinders, Exploded During Fire. Q52:283 


Liquefied Petroleum Involved in Fires. Q52:320, 324 
Piping, Failures Cause Explosions. Q52:211, 282, 
283, 320 


Torch, Fire Caused by. Q52:274, 275 
Vents. See Vents, Gas 
Gas Manufacturing Plant Fire, Large Loss: 
Texas City, Texas, Mar. 20, 1958. Q52:299 
Gas Transmission Line Fire, Large Loss: 
Charleston, S. C., July 2, 1958. Q52:320 
Gas Well Fire, Large Loss: 
off Louisiana Coast, Oct. 15, 1958. 
Gasoline Dispensing Hose Nozzle Failed. 
See also Flammable Liquids 
Gasometer Fire, Large Loss: 
Indianapolis, Ind., Jan. 12, 1958. Q52:319 
Geodesic Aluminum Domes. By David Warren. 
Q52:104-108, 151 
German Fire Protection Association, Journal of. 
Q52:374 
Gilman, Dale F. 
Glass Windows. 
Grabowski, George J. 
Grass Dust, Research on. 
Grain Dusts. See Dust 
Grease Ignited, Causing Fire. Q52:276, 277 
Grinding Equipment, Explosion Supression for. 
Q52:115 
Grocery Stores. See Slores, Grocery 
Gypsum Wallboard, Behavior in Fire. 


H 


Halogenated Hydrocarbon, Limitations of Com- 
bustible Gas Analyzers. ©52:364 
Hangar (Aircraft) Fire, Large Loss: 
Rimouski, Que., July 13, 1958. Q52:311 
Hangar (Aircraft), Foam-water Sprinklers for. 
Q52:17-27 
Hansberry, Harvey L. 052:179 
Hardboard, Combustible, Fire Spread by. 
Hardware Stores. See Stores, Hardware 
Health Hazard of Materials, Identifying. 52:62 
Heating and Cooking Equipment, Fires Caused 
by. Q52:240, 241, 264, 276, 286, 291. See also 
Incinerators 
Heating Ducts. See Ducts 
Heating, Oil-fired Room Heaters, Fire Hazard. 
Q52:47, 48 
Helicopter, Used in Fire Fighting. 
323, 330, 331 
Hermes, Benjamin M. Q52:45 
Historical Documents Lost in Fire. 
253, 258, 276 
Hose, Burned at Fire. Q52:288 
Hose, Standpipe. See Slandpipes 
Hotel Fire Safety, Upgrading in Winnipeg. 
Hotel Fires, Large Loss: 
Berwick, Pa., Jan. 4, 1958. Q52:256 
Gloucester, Mass., Dec. 11, 1958. Q52:270 
Lac Beauport, P. Q., Nov. 19, 1958. Q52:292, 298 


Q52:248 
Q52:244 


Q52:6 

See Windows 
Q52:109 
Q52:375 


Q52:194 


Q52:75 


Q52:321, 322 


Q52:67-77, 243, 


Q52:28 
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Old Orchard Beach, Me., Nov. 20, 1958. Q52: 255 

Peterborough, Ont., Apr. 26,1958. Q52:260, 277 

Uranium City, Sask., Oct. 11, 1958. Q52:275 
Hydrants: 

Damaged or Inoperable. 

Inaccessible During Fire. 





Q52:89° 
Hydrogen Bombs, Fire Effects of. 


Q52:53-61 
Hydrogen, Involved in Fire. Q52:282 


I 


Identifying Fire Hazards of ‘Materials. 
Queener. Q52:62 

Incendiary (Suspicious) Fires. 052:238, 239, 245, 
248, 255, 258, 264, 270, 276, 283, 286, 288, 298, 310, 


322 


By J. 8 





Incinerators, Fire Originated at. Q52:273 


Industial Plants, Multiple Occupancy: 
Brooklyn, N. Y., Jan. 4, 1958. Q52:266 
Rochester, N. Y., Feb. 11, 1958. Q52:272, 307 
Inerting, Explosion Protection Technique. Q52: 
109-119 
Infrared Analyzers for Combustible Gases. 
364 
Insulation, Combustible: 
Fire Spread by. Q52:242, 261, 263, 279, 310 
Fire Tests of. Q52:191 
Insulation Manufacturing Plant, Large Fires: 
Walworth, Wisc., Jan. 27, 1958. Q52:262 
Insurance Agents Responsibility for Large Loss 
Fires. Q52:336 
Interior Finish, Combustible: See also Fiberboard, 
Hardboard, Paperboard and Plywood 
Type Not Identified, Factor in Fire Spread. Q52:262 
Interstate Commerce Commission. See U.S 
Ionization, Method of Reducing Static Hazard. 
Q52:79 


Q52: 


Isolation, Automatic in Plant Machinery. Q52: 
109-119 
Isotopes. See Radioisotopes 


J 


Johnson-Williams, Inc., Combustible Gas Indi- 
cators. Q52:360, 363 
K 
Keigher, Don J. Q52:39 
Kenilworth (Illinois) School Fire. Q52:175 
Kiln Drying, Fire Involving. Q52:315 
Kimball, Warren Y. Q52:125 


L 


Laboratory Studies, Fire Research. Q52:221 
Ladder Manufacturing Plant Fire, Large Loss: 


Los Angeles County, Calif., Nov. 20, 1958. Q52:280 
Lamps. See Light Bulbs 
By D. E. 


Land Shipping Radioactive Materials. 
Patterson and R. V. Batie. Q52:202 
Large Loss Fires, 1958. Q52:235-356 
Laughlin, Kyle P. Q52:53 
Laundry Plant Fire, Large Loss: 
Tacoma, Wash., Mar. 27, 1958. Q52:257 
Laws, Fire. 52:64, 151 
Lead Poisoning of Combustible Gas Indicators. 
Q52:364 
Leather Products Storage. 
Library Fires, Large Loss: 
Galesburg, Ill., May 9, 1958. Q52:243 
Loretto, Pa., Jan. 23, 1958. Q52:258 
Light Bulbs, Fires Caused by. Q52:241, 276 
Light Fixture, Fluorescent, Fires Caused by. 
Q52:313 
Lighting. See Electrical 
Lightning, Fires Caused by. Q52:244, 264, 313, 321 
Linen, Burning Characteristics of Clothing. Q52: 
120 
Liquefied Petroleum Gas. 
Liquid Oxygen. See Oxygen 





See Warehouses 


See Gas 
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Little, Arthur D., Inc., Filters for Radioactive 
Dust. Q52:39 
Los Angeles Basement Sprinkler Ordinance. 
Q52:6 
Losses, Fire, in U. S., 1957. Q52:135 
Lumber, Fire-retardant Treated, Performance in 
Bomb Tests. Q52:55 
Lumber, Flameproofed, Fire Tests for. Q52:214 
Lumberyard Fires, Large Loss: 
Chicago, IIll., May 21, 1958. Q52:308 
Corbin, Ky., July 23, 1958. Q52: 
Festus, Mo., Nov. 23, 1958. Q52:288 
Klamath Falls, Ore., Feb. 20, 1958. Q52:: 
Perth Amboy, N. J., June 7, 1958. Q52:2 
Seattle, Wash., May 20, 1958. Q52:315 


M 
Machinery Storage. See Warehouses 
Magnesium, Involved in Fires. (Q52:249, 263, 332 
Manholes, Combustible Gas Indicators for. Q52: 
358 
Manufacturing Plants. 
Specific Occupancies 
Marinas, Large Loss Fires Involving: 
Essington, Pa., Mar. 13, 1958. Q52:281 
McHenry, Ill., Jan. 13, 1958. Q52:261 
Matches. See Smoking 
Materials, Identifying Fire Hazards of. 52:62. 
See also Specific Materials 
Metals, Effects of Foam-Forming Concentrates 
on. Q52:143 
Metalworking (Aircraft Assembling) Plant Fire, 
Large Loss: 
Santa Monica, Calif., Feb. 17, 1958. Q52:263 
Metalworking (Aluminum Casting) Plant Fire, 
Large Loss: 
McCook, IIll., Feb. 19, 1958. Q52:282 
Metalworking (Aluminum Fabrication) Fire, 
Large Loss: 
Barberton, Ohio, Apr. 9, 1958. Q52:244 
Metalworking (Aluminum Refining) Plant Fire, 
Large Loss: 
Baton Rouge, La., Aug. 22, 1958. Q52:303 
Metalworking (Electrical Appliances Equipment) 
Plant Fire, Large Loss: 
Los Angeles, Calif., May 16, 1958. Q52:294 
Metalworking (Foundries) Plant Fires, Large 
Loss: 
Bucyrus, Ohio, Dec. 17, 1958. Q52:315 
McCook, Ill., Feb. 19, 1958. Q52:282 
Salem Twp., Mich., Aug. 5, 1958. Q52:246 
Metalworking (Steel Fabrication) Plant Fires, 
Large Loss: 
Chattanooga, Tenn., Apr. 23, 1958. Q52:249 
Cicero, Ill., Feb. 13, 1958. Q52:251 
Genoa, Ill., Mar. 15, 1958. Q52:262 
Louisville, Ky., Feb. 3, 1958. Q52:268 
Monrovia, Calif., Apr. 12, 1958. Q52:242 
Wilmington, Ohio, Feb. 27, 1958. Q52:250 
Methane Tester. Q52:358 
Mine Gases: 
Fires Involving. Q52:283 
Test Instruments for Measuring Concentrations 
Q52:358 
Mine Safety Appliances Company, Combustible 
Gas Indicators. Q52:357-364 
Model Studies, Use in Fire Research. Q52:221 
Motion Picture Studio Fire, Large Loss: 
Los Angeles, Calif., July 2, 1958. Q52:252, 253 
Motion Picture Theatre. See Theatre 








See Industrial Plants and 


Motors, Electrical. See Electrical Fires 

Multiple Occupancy Manufacturing Fires. See 
Industrial Plants 

Multiple Occupancy Mercantile Fires. See Stores, 
Multiple Occupancy 
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Museum Fire, Large Loss: 
New York, N. Y., Apr. 15, 1958. Q52:67, 267, 276 
Mutual Aid. See Protection, Public 


N 


National Academy of Sciences. See U.S. 

National Bureau of Standards. Q52:216-217 

National Research Council. Q52:150, 221 

Naval Research Laboratory. See U.S. 

Nevada Bomb Test Fire Effects. By Kyle P. Laugh- 
lin. Q52:53 

New York Museum Fire. By Rexford Wilson. 
Q52:67 

NFPA Board. See Board of Directors 

NFPA Handbook of Fire Protection. (52:105 

Nitromethane, Fires Involving. Q52:324 

Noncombustible Buildings. See Sieel, Unprotected. 
and Aluminum, Unprotected 

Nuclear Bombs, Fire Effects of. Q52:53-61 

Nylon, Burning Characteristics of Clothing. 
Q52:120 


0 


Occupancies, Estimates of 1957 Fire Experience by. 
Q52:135. See also Specific Occupancies 

Occupancies, Lists of Large Loss Fires Involving. 
Q52:341 

Occupants Fought Fire. See Alarm Delayed 

Office Buildings and Bank Fires, Large Loss: 

Baker, Ore., Dec. 2, 1958. Q52:273 
Cincinnati, Ohio, Jan. 2, 1958. Q52:247 

Oil Burners. See Heating and Cooking 

Oil Froth Fire at Signal Hill Refinery. By Miles E. 
Woodworth. Q52:85. See also Refineries 

Oil-soaked Floors, Walls. See Floors 

Openings, Horizontal, Vertical, Unprotected. 
Q52:73, 155-175, 238, 241, 243, 255, 256, 258, 259, 
262, 263, 265, 266, 269, 270, 271, 272, 273, 289, 291, 
293, 298, 302, 316, 317 

Openings. See also Doors, Fire 

Openings, Vertical, Enclosure in Hotels. Q51:28- 
37 

Operation Teapot. Q52:54-61 

Operations Research in Fire. Q52:221 

Orlon, Burning Characteristics of in Clothing. 
Q52:120 

Outdoor Fire, Spread Beyond Control. Q52:149 

Owners, Property, Responsibility for Large Loss 
Fires. Q52:336 

Oxygen, Liquid, Fires Involving. Q52:299 


P 


Packing Materials, Fire Spread by. 52:271 
Paint Dipping, Fires Involving. Q52:280, 294 
Paint, Flameproofing, Tests for. Q52:214 
Paint in Cans, Fire Involving. Q52:73, 239, 27 
Paintings, Damaged, Destroyed by Fire. Q52:67- 
77, 276 
Pallets, Used in Shipping Radioactive Materials. 
Q52:203 
Panic, During Fire. 52:73, 160, 162-164 
Paperboard, Combustible, Fires Spread by. 52: 
64, 168, 194 
Paper Shredding Machine, Cause of Fire. Q52:238 
Paper Storage. See Warehouse Fires 
Paper Working Fires, Large Loss: 
Bayonne, N. J., Nov. 14, 1958. Q52:290, 309 
Elnora, Ind., Feb. 1, 1958. Q52:242 
Tampa, Fla., Feb. 22, 1958. Q52:286 
Partitions, Fire Fighting Handicap. Q52:239, 276, 
277, 305, 310. See also Walls 
Patterson, D. E., Q52:202 
Penthouse, Factor im Fire. Q52:294 
Peterson, H. B. 52:17 
Petroleum. See Flammable Liquids 
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Pier Fires, Large Loss: 

Camden, N. J.. Feb. 18, 1958. 

Orange, Tex., June 4, 1958. Q5. 

Pensacola, Fla., Nov. 20, 1958. Q 

Portland, Ore., Sept. 11, 1958. Q52 
Piling, High. See Storage, Improper 
Pipes, Thawing, Fires Caused by. 
Piping, Flammable Liquid, Failed in Fire. 
Planning for School Fire Safety. Q52:176 
Plastic Binder of Insulation. Q52:263 
Plastics: 

Fire Tests of. Q52:217 

Involved in Fire. Q52:264, 278, 279 

Performance in Bomb Fire Tests. Q52:57 
Platforms, Loading, Fires Spread by. Q52:249 
Plywood: 

Fire Spread Influence 

Fire Tests of. Q52 
Porches, Combustible, Hazards of. 
Portland, Ore., Fire Code. (52:7, 10 
Pottery Plant Fire, Large Loss: 

Compton, Calif., Dec. 7, 1958. Q52:245 
Power Plant Electrical Fire, Large Loss: 

Baton Rouge, La., 2, 1958. Q52:303 


(052:259, 297 
Q52:89 


(52:64, 194, 276 


Q52:46 


Aug. 2: 
Prefabricated Homes, Manufacturing Plant, 
Large Fire In: 

Fort Wayne, Ind., June 16, 1958. = a2: 
Prevention, Fire, by Fire Dept. ( 
Printing Plant Fire, Large Loss: 

Dixon, Ill., Feb. 16, 1958. Q52:309 
Protection, Private, Table of Defects Influencing 

Fire Spread in Large Loss Fires. Q52:341 
Protection, Public, Fire: 

Apparatus Damaged at Fire. Q52:308, 309 

Equipment Breakdown. Q52:312 

Fire Department, Job of. Q52:125-134 

Fire Prevention Bureaus. Q52:65 

Inspection of Dwellings. Q52:51 

Long Running Distance Delays Response. Q52:311 

Outside Aid Needed at Fires. Q52:95, 250, 251, 260, 

279, 288, 296, 305, 309, 316, 322 

Response on First Call Inadequate. 

262, 309, 310, 312, 313, 315 
Table of Factors Influencing Fire Spread in Large 
Loss Fires. Q52:337 
Weak at Fires. Q52:242, 
313, 315 
Public Buildings, Large Loss Fires in: 
Galesburg, Ill., May 9, 1958. Q52:243 
Pulverized Fuel Plant, Explosion Suppression 
Equipment for. ©52:117 
Pumps, Fire: 
Failure During Fire. Q52:298, 308 
Fire in Pump House Prevented Operation. 


Q 


1 
o- 


27 
2:12 


134 


Q52:159, 164, 


246, 247, 258, 291, 309, 312, 


Q52:296 


Queener, J. S. Q52:62 


R 


Radiation, Heat, Bomb Tests. 52:5: 
Radiation Sensitive Detector. (52:77 
Radio Communications, Fire Department. 
97, 129 
Radio Studio Fire, Large Loss: 
Battle Creek, Mich., July 21, 1958. Q52:277 
Radioactive Filters, Design Fire Problems. By 
Don J. Keigher. Q52:38 
Radioactive Materials, Land Shipping of. By D. E. 
Patterson and R. V. Batie 
Radioactive Materials, Use in Reducing Static 
Hazard. (52:79 
Radioactivity, Effects of During Bomb Fire Tests. 
Q52:53-61 
Radioisotopes, Land Shipping of. 
Rag Storage. See Warehouse Fires 
Railroad Car Shop Fire, Large Loss: 
Williamsport, Pa., Oct. 8, 1958. Q52:2302 


Q52: 


Q52:202 
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Railroad Rolling Stock, Large L oseFires Involving: 
Mount Pulaski, Ill., June 1, 1958. Q7 
Niagara Falls, N. Y., Jan. 22, 1958. 
Shattuck, Okla., Mar. 4, 1958. Q52:324 
Railroads, Shipping Radioactive Materials by. 
Q52:202 
Ram Jet Test Cell, Explosion Suppression Equip- 
ment for. 52:117 
Rayon, Burning Characteristics 
Q52:120 
Reactivity, 
Q52:62 
Records in Safes, Recovered Intact. Q52:243 
Records Lost in Fire. (52:238, 253, 258 
Refineries, agg ner a Fires, ferns Loss: 
Alma, Mich., Feb. 15, 1958. Q52:520 
Signal Hill, Calif., Mes 22, 1958. (52:85-98, 320 
Rescues Accomplished by Fire Department Lad- 
ders. ()52:73, 163, 164, 166 
Research, Fire. See also Tests, Fire. Q° 2:17, 150, 221 
Research Tests with Foam-water Sprinklers. Ly 
H. B. Peterson. Q52:17 
Residential Properties. See Specific Occupancy 
Restaurants. See Slores, Restaurants 
Reviews, Abstracts of Technical Papers. (Q° 2:77, 
143, 374 
Rocketeers, Teen-age, Supervision of. Q52:69-103 
Roof Coverings, Asphalt or Tar, Fire Spread Ly. 
Q52:258, 294 
Roof Decks, Fire Tests of. (52:186-—192, 218, 219 
Roof, Mansard, Fire Hazard of. (52:46 
Roof Spaces. See Allics and Roof Spaces 
Rubber, Foam, Fires Involving. 52:278 
Rubbish and Trash: 
Exterior, Effect on Fire Hazard. Q52:48, 61 
Fires Involving. Q52:175, 273, 281, 302 
Fire Originating in. Q52:265 


Ss 


of Clothing. 


Identifying Hazafd of Materials. 


Safes. See Records 
Salamanders, Fires Caused by. Q52:240, 284 
Salvage, Operations. 52:74, 264 
Saw and Planing Mills. See Woodworking Plant Fires 
Schlyter Apparatus. Q52:214 
School Fire Problem. 52:150, 176 
School Fires: See Also Colleges 
Charlotte, N. C., Oct. 31, 1958. Q52:268 
Chicago, Ill., Dec. 1, 1958. Q52:155 
, Mass., Feb. 6, 1958. Q52:27 
icago, Ill., Jan. 18, 1958. Q52:270 
Jefferson, Texas, Nov. 9, 1958. Q52:246 
Kenilworth, Ill., Dec. 16, 1958. Q52:175 
Providence, R. I., July 25, 1958. Q52:239 
Sturgeon Falls, Ont., Nov. 11, 1958. Q52:313 
Swarthmore, Pa., Apr. 6, 1958. Q52:248 
Sewers: 
Combustible Gas Indicators for Measuring Vapors in. 
Q52:358 
Gas Explosions in. Q52:283, 311 
Flammable Liquids in. Q52:87 
Shades, Window, Effect on Reducing Heat Radia- 
tion. Q52:58-60 
Shafts. See Openings 
Shaw, Capt. Carroll E. Q52:99 
Shell Oil Company, Fire Research by. 
Shingles. See Wood Shingles 
Ship and Barge Fires, Large Loss: 
East River, N. Y., June 25, 1958. Q52:322 
Newport Harbor, R. I., Aug. 7, 1958. Q52:323 
Shipping Radioactive Materials. (Q52:202 
Shipyard Fires. See Marinas 
Shopping Centers. See Slores, Shopping Centers 
Signal Hill, Calif., Refinery Fire. Q52:84-98 
Silicone Poisoning of Combustible Gas Indicators. 
Q52:364 
Silk, Burning Characteristics of Clothing. 
120 


Q52:79 


Q52: 





Ze 
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Silk, Measuring Flammability of. Q52:375 

Simpson, E. G. Q52:28 

Sirup Manufacturing Plant Fire. Large Loss: 

Cleveland, Ohio, Jan., 20, 1958. Q52:244 

Sisal Storage. See Warehouse Fires 

Six Items for Dwelling Construction Codes. By 
Richard E. Stevens. Q52: 

Smithman, Milton W. Q52:193 

Smoke Barriers, in Hotel Corridors. 

Smoke Damage, Factor in Loss. 
264, 286, 291 

Smoke Detection Systems. See Detection Systems, 








Smoke 
Smoke, Fire Fighting Handicap. Q52:74, 155-175, 
238, 260, 262, 263, 271, 273, 277, 287, 299, 317 


Smoking, Matches, Fires Caused by. 52:73, 157, 
241-242, 276, 289, 321 
Smouldering Combustion in Dusts and Fibrous 
Materials. (52:375 
Snow, Fire Fighting Handicap. Q52:259, 307 
Solvents. See Flammable Liquids 
Southwest Research Institute. Q52:213 
Sprinklers: 
Automatic, General. Q52:28-37 
Basement, Need for. Q52:6-11, 71 
Distribution Obstructed by High Piled Stock. 
Q52:279 
Dome Structures, Protected by. Q52:107 
Exposure Protection, Effective Inside. Q52:250, 253, 
255, 291, 293 
Exposure Protection, Effective Outside. Q52:280, 
286 
Filter Rooms, for. Q52:44 
Fire Department Connection Not Used During Fire. 
Q52:253, 291, 309 
Fire Department Connection Used During Fire. 
Q52:293, 308 
Foam-water, Research on. Q52:17-27 
Hotels, Protected by. Q52:27-38 
Partial in Buildings, Effective. Q52:271, 293 
Partial in Buildings, Ineffective. Q52:239, 292, 298 
Partial in Buildings, Not a Factor. Q52:71, 292 
Pressure Tank System Involved. Q52:292, 298 
Satisfactory Performance in Fires. Q52:6, 175, 263, 
299, 306, 308 
Schools, Requirements for. Q52:177 
Shut Off Prematurely During Fire. Q52:315 
Unsatisfactory Performance in Fires. Q52:253, 270, 





279, 290, 291, 293, 294, 295, 298, 309 
Valves Closed at Time of Fire. Q52:243, 260, 272, 
291, 307 


Stability, Identifying Hazard of Materials. Q52:6 


Stairways. See Openings 
Standards, National, Use of. (52:64-66 
Standpipe and Hose Systems: 
Satisfactory Performance During Fires. Q52:306 
Unsatisfactory Performance During Fires. Q52:74, 
248. 300, 3! 302, 316 
Static Electricity: 
Experiments on Prevention. > 92:143 
In Petroleum Froducts. 
Inside Storage Tanks. 7 
Steam Explosion in Oil Tanks. Q52:85 
Steel Fabricating Plant Fires. See Metalworking 
Steel Geodesic Domes. (52:104-108 
Steel, Unprotected, Damaged by Fire. (52:248, 
260 
Steiner, A. J. Q52:209 
Stetka, Frank, Appointment as Electrical Field 
Engineer. (52:14 
Stevens, Richard E. (52:193 
Stone Working Fires, Large Loss: 
Monon, Ind., June 8, 1958. Q52:313 
Walworth. Wisc., Jan. 27, 1958. Q52:262 
Storage, Improper, Influencing Fire Spread, 
(Q52:276, 279, 280, 286 








Storage. See Warehouses 


Store Fires, Editorial. @Q52:151 
Store Fires, Large Loss: 
Clothing and Dry Goods: 
Amarillo, Texas, Apr. 3, 1958. Q52:241 
Department: 
Asheboro, N. C., Aug. 14, 1958. 
Baltimore, Md., Feb. 18, 1959. 2 
Bogota, Colombia, Dec. 16, 1958. S2: 
Boise, Idaho, June 18, 1958. 2 
Jacobus, Pa., Feb. 9, 1958. 
Savannah, Ga., May 20, 1958. 
Stockton, Calif., July 22, 1958. Q: 52280 
Five Cent to a Dollar: 
Oshawa, Ont., Sept. 2, 1958. Q52:239 
Furniture: 
Pekin, Ill, Sept. 15, 1958. Q52: 
Quebec, P. Q., July 9, 1958. Q52:2: 
Grocery: 
Evansville, Ind., Noy. 11, 1958. Q52:265 
Hardware: 
Decatur, Ill., Jan. 1, 1958. Q52:277 
Joliette, P. Q., Feb. 4, 1958. Q52:2: 
Madison, Wisc., Jan. 5, 1958. Q 
Streator, Ill., July 14, 1958. Q52: 
Vergennes, Vt., Feb. 24, 1958. Q52:265 
Wildwood, N. J., Apr. 14, 1958. Q52:286 
Multiple Occupancy: 
Baker, Ore., Dec. 2, 1958. Q52:273, 335 
Belleville, Ont., Nov. 29, 1958. Q52:283 
Calais, Me., Mar. 4, 1958. Q52:293 
Clearwater, Fla., Mar. 17, 1958. Q52:237 
Lodi, N. J., July 29, 1958. Q52:305 
Milwaukee, Wis., Feb. 10, 1958. Q52:317 
Nampa, Idaho, Jan. 8, 1958. Q52:312 
Pen Argyl, Pa., Jan. 5, 1958. Q52:287 
San Francisco, Calif., Aug. 5, 1958. Q52:276 
Washington, D. C., Feb. 19, 1958. Q52:271 
Restaurants: 
Knoxville, Tenn., May 9, 1958. 
Lincolnwood, Ill., May 13, 1958. 
Syracuse, N. Y., June 3, 1958. Q52:27 
Shopping Centers: 
Houston, Texas, July 24, 1958. Q52:263 
Toledo, Ohio, Jan. 25, 1958. Q52:248 
Supermarkets: 
Clarksburgh, W. Va., Feb. 25, 1958. Q52:268 
Clearwater, Fla., Mar. 17, 1958. Q52:237 
Detroit, Mich., Mar. 7, 1958. Q52:240 
Jacksonville, Fla., May 1, 1958. Q52:314 
Los Angeles, Calif., Oct. 14, 1958. Q52:302 
Stores, Basement Sprinklers for. 52:6-11 
Sulphur Grinding Plant, Explosion Suppression 
Equipment for. Q52:116 
Supermarkets. See Stores, Supermarkels 
Supervision of Teen-age Rocketeers. 
Carroll E. Shaw. Q52:99 
Suspicious Fires. See Incendiary 
Sweaters, ‘“Torch.”’ (52:122 


- 


Tanks, Aircraft Fuel, Explosion Suppression 
Systems for. (52:78, 109 
Tanks, Flammable Liquid, Failed in Fire. ()52:85- 
98 
Tar Paper, Factor in Fire Spread. Q52:258 
Tarpaulin: 
Fires Involving. Q52:73, 276 
Flameproofed, Fire Tests for. (Q52:209 
Tenting, Flameproofed, Fire Tests for. ()52:209 
Terminal Warehouses. See Warehouse Fires 
Test, Nevada Bomb, Fire Effects. Q52:53 
Tests, Fire, Building Materials. ()52:64-66, 182 
192, 204-220 
Tetraethyl Lead, Tank Exposed in Fire. ()52:92 
Textiles, Flameproofed. ()52:209 
Textiles, Measuring Flammability of. (52:375 
Textile Storage. See Warehouse Fires 
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Textile Working Plant Fire, Large Loss: 
Pinckneyville, Ill., May 6, 1958. Q52:286 

Thawing Pipes, etc., Cause of Fire. See Pipes, 
Thawing 

Theater (Motion Picture) Fire, Large Loss: 
Calais, Maine, Mar. 4, 1958. Q52:293 

Thompson, Norman J. Q52:186 

Tobacco Storage. See Warehouse Fires 

Torches, Cutting and Welding, Fires Caused by. 
Q52:242, 243, 261, 279, 293, 311, 334 

Torch, Gas Fired, Fires Caused by. Q52:274, 275 

Toxicity, Measuring Maximum Allowable Con- 


centration. Q52:359 
Traffic, Delayed Fire Department Response. 


Q52:296 
Training, Fire Fighting. Q52:131 
Transformer Fire, Large Loss: 

Center Twp., Ohio, July 22, 1958. Q52:320 
Transmission Gas Line, Fire Caused by. 
Transoms: 

Hotel Bedrooms, Hazard of. Q52:37 
Schoolrooms, Fire Spread Through. Q52:160, 168 
Transportation. See Aircraft, Ships, Railroad Rolling 

Stock, Trucks 
Transporting Radioactive Materials. (52:202 
Trash. See Rubbish 
Tribute to Dick Vernor. By Percy Bugbee. 
Triethylaluminum, Fire Tests of. Q52:143 
Trimethyaluminum, Fire Tests of. Q52:143 
Trucks. See also Apparatus; Protection, Public, 
Apparatus 
Fire in, Spread to Building. Q52:266 
Industrial, Involved in Fire. Q52:241 
Shipping Radioactive Materials by. Q52:202 
Tunnel Test, Surface Burning Characteristics of 
Building Materials. Q52:212 
U 

Underwriters’ Laboratories, Inc. Q52:17, 209 

Underwriters’ Laboratories of Canada. Q52:213 

U. S. Air Force. Q52:77, 78, 144 

U. S. Atomic Energy Commission. 
202 

U. S., Federal Civil Defense Administration. 
Q52:53-61, 221 

U. S. Interstate Commerce Commission, Regula- 
tions on Shipping Radioactive Materials. 
Q52:203 

U. S. National Academy of Sciences. Q52:150, 221 

U. S. National Bureau of Standards. Q52:216, 217 

U. S. National Research Council. Q52:150, 221 

U. S. Naval Research Laboratory. Q52:17,143 

U.S. Program of Fire Research. By Howard W. 
Emmons. Q52:221 

Upgrading Hotel Fire Safety in Winnipeg. By 
E. G. Simpson. Q52:28 

Use of Combustible Gas Indicators. 
Hartz. Q52:357 


Q52:320 


Q52:5 


Q52:39, 53-61, 


By N. W. 


v 


Vacant Building Fire, Large Loss: 
Chicago, Ill., Jan. 1, 1958. Q52:310 
Vapors, Combustible Gas Indicators for Measur- 
ing Concentrations of. Q52:357 
Venetian Blinds, Effect on Reducing Heat Radia- 
tion. Q52:58-60 
Ventilating Ducts. See Ducls 
Ventilating Systems: 
Dust, Factor in Fire Spread. 
Radioactive Dusts, Filtering. 
Vents: 
Flammable Liquid Tanks. Q52:85-93 
Gas Heater, Improper Installation Factor in Fire. 
Q52:196, 240, 291 
Smoke, Improper Use of During Fire. Q52:299 
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Smoke, Lack of Factor in Fire. Q52:172, 241, 279, 
289 
Stove, Improper Installation Factor in Fire. Q52:305 
Vernor, Richard E. (Frontispiece) In Memoriam. 
Q52:4 
W 
Wall and Ceiling Concealed Spaces, Firestopping 
in Dwellings. Q52:193-201 
Wall and Ceiling Concealed Spaces Nonfire- 
stopped, Factor in Fire Spread. 52:46, 200, 
239, 240, 241, 253, 263, 266, 270, 273, 274, 276, 277, 
291, 293, 313, 315, 316 
Wallboard, Combustible. Q52:64, 168,169. See Also 
Fiberboard; Hardboard; Interior Finish, Combus- 
tible; Paperboard; Plywood 
Walls: See Also Construction 
Blank, Fire Fighting Handicap. 
279, 310 
Exterior, Collapse During Fires. Q52:287, 309 
Fire Division, Effective During Fires. Q52:295 
Fire Division, Ineffective During Fires. Q52:237, 
250, 260, 269, 270, 274 
Fire Division, Lack of Factor in Fire Spread. Q52: 
157-170, 238, 241, 242, 244, 246, 250, 253, 264, 270, 
276, 297, 302, 305 
Fire Division, Non-standard, Effective During Fire. 
Q52:248, 261 
Fire Division, Parapet Ineffective 
Q52:250, 272, 281 
Fire Division, Parapet Lacking During Fire. 
237, 268 
Fire Tests of Assemblies. Q52:210 
Windowless. See Walls, Blank 
Warehouse Fires, Large Loss: 
Building Materials: 
Chicago, IIl., July 2, 1958. Q52:244 
Cold Storage: 
Richmond, Va., Jan. 16, 1958. Q52:283 
Cotton Storage: 
Memphis, Tenn., Jan. 31, 1958. Q52:293 
Drugs Storage: 
Boise, Idaho, Sept. 28, 1958. Q52:243 
Electrical Equipment Storage: 
Los Angeles County, Calif., June 29, 1958. Q52: 
246 
Fireworks: 
Portland, Ore., July 5, 1958. 
Food and Grocery: 
Nashville, Tenn., Mar. 21, 1958. 
Furniture Storage: 
Greenville, S. C., Apr. 20, 1958. Q52:271 
Tampa, Fla., Oct. 27, 1958. Q52:278 
Leather Products: 
Los Angeles, Calif., Jan. 22, 1958. 
Machinery Storage: 
Ogallaha, Neb., Apr. 28, 1958. 
Miscellaneous Storage: 
Erie, Pa., Feb. 13, 1958. Q52:264 
Hamilton, Ohio, Dec. 12, 1958. Q52:276 
Ketchikan, Alaska, Oct. 3, 1958. Q52:239 


Q52:69, 243, 259, 


During Fire. 


Q32: 


Q52:245 


Q52:279 


Q52:317 


Q52:247, 295 





Sault St. Marie, Ont., Oct. 29, 1958. Q52:302 
Paper Warehouse: 
Asheville, N. C., July 1, 1958. Q52:280 


Rag Storage: 

Cincinnati, Ohio, Feb. 13, 1958. 
Sisal: 

Gulfport, Miss., Apr. 14, 1958. Q52:299 
Terminal Warehouse: 

Orange, Texas, June 4, 1958. 
Textile: 

Louisville, Ky., Jan. 5, 1958. 
Tobacco: 

Mount Joy, Pa., Dec. 24, 1958. Q52:271 
Warren, David. 52:104, 151 
Watchman: 

Responsibility for Large Loss Fires. 


Q52:259 


Q52:237 


Q52:291 


Q52:336 
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Service at Large Loss Fires. 
311 

Unsatisfactory Performance at Fires. Q52:252, 253, 
256, 259, 276, 281, 311 


water. Q52:17-27 
Water Spray Systems: 
Damaged at Fire, Ineffective. Q52:296 
Flammable Liquid Tanks. Q52:92 
Research on Fires in Liquids. Q52:376 
Transformers, Q52:321 
Water Spray, Use on Aluminum Alkyl Fires. 
Q52:143 
Water Supplies: 
Private Supply Inadequate. 
Public Supply Inadequate. 43, 244, 248, 279, 
295, 298, 302, 304, 305, 309, 311, 314, 316 
Wearing Apparel. See Clothing 
Weather, Fire Fighting Handicap. Q52:310, 312, 
316, 321, 322, 325, See also Snow and Wind 
Wharfs. See Piers 
What is the Fire Department’s Job? By Warren 
Y. Kimball. Q52:125 
White-wash, for Windows, Effect on Reducing 
Heat Radiation. Q52:58-60 
Wilson, Rexford. 52:67, 155 
Wind, Effect on Fire. 0Q52:249, 288, 307, 321 
Windowless Buildings. See Walls, Blank 
Windows: 
Blown out by Dust Explosion. Q52:285 
Coatings for, Performance in Bomb Fire Tests. Q52: 
58-60 














Dwellings, Use of. Q52:196, 197 
Fire Tests for. Q52:219 
Obstructed by Stored Materials. Q52:277, 317 
Ordinary Glass, Fire Spread Through. Q52:244, 265, 
270, 275, 286, 288, 291 
Protection Problems. Q52:74 
Wired Glass, Ineffective. Q52:89 
Winnipeg, Hotel Fire Safety in. Q52:28 
Wood Dust, Research on. 52:375 
Wood, Flameproofed, Fire Tests for. Q52:214 
Wood Flour Plant, Explosion Suppression Equip- 
ment for. Q52:116 
Wood Shingle Roofs. 52:64, 149, 150, 288 
Woodworking Plant Fires, Large Loss: 
Furniture Factories: 
Chicago, Ill., May 21, 1958. Q52:308 
Saw and Planing Mills: 
Coeur d’Alene, Idaho, July 28, 1958. Q52:297 
Council, Idaho, Aug. 17, 1958. Q52:296 
Klamath Falls, Ore., Feb. 20, 1958. Q52:267, 296 
Rutland, Vt., Oct. 12, 1958. Q5 
Seattle, Wash., May 20, 1958. Q52:: 
Woodworth, Miles E. Q52:7, 85 
Wool, Burning Characteristics of Clothing. Q52: 
120 
Wool, Measuring Flammability of. Q52:376 
Wright Air Development Center, Fire Research 
by. G52:77, 78, 144 









Y 
Yacht Yards. See Marinas 
Yockers, Joe R. Q52:120 


